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Ten cigarette brands of September production were received from the Canary 
Islands (Tenerife) on November 12, 1992, 


The current Swing Lights Long Size (Canary Islands) cigarettes were not 
different from the previous average in any of the characteristics tested. 


The lower total RTD observed for the current Marlboro Lights Long Size (Canary 
Islands) cigarettes correlated with lower tobacco weight and rod density. These values 
returned to the levels reported prior to Test #239. The larger circumference returned to 
the level reported prior to Test #240. 


MANUFACTURER 


Swing Lights Long 
Size 20’s (Box) 


Marlboro Lights 
Long Size 20's (Box) 



■Current 

E96913 

Previous 

Current 

E96983 

Previous 

Smoke 

Butt Length, mm 

30.0 

30.0 

30.0 

30.0 

FTC Tar, mg/cigt. 

8.9 

9.4 

10.0 

9.8 

Nicotine, mg/cigt. 

0.69 

0.74 

0.75 

0.76 

Puffs/Cigt. 

8.0 

8.4 

7.9 

8.7 

Cigarette 

Total RTD, mm of H 2 O 

145 

141 

128 

1431 

Length, mm 

79.5 

79.3 

79.2 

79.4 

Circumference,mm 

24,8 

24.9 

25.1 

24,81 

Paoer 

Permeability, ml/cm^ x min. 

53 

42 

46 

48 

Filter 

RTD, mm of H 2 O 

121 

116 

106 

106 

Length, mm 

20.0 

20.0 

20.0 

20,0 

Tipping Paper Length,mm 

27.0 

27.0 

27,0 

27,0 

Tipping Paper Color 

Cork 

Cork 

Cork 

Cork 

Ventilation, % 

25 

27 

24 

25 

Eiiier 

Total Alkaloids, % (DWB) 

1.86 

1.84 

1.91 

1.87 

Total Red. Sugars, % (DWB) 

8.0 

8.4 

7.1 

7.2 

Wt. ofTob., g(12.5%OV) 

0.727 

0.744 

0.731 

0,768 

Rod Length, mm 

59.4 

59.3 

59.2 

59.4 

Rod Density, g/cc 

0.251 

0.254 

0.247 

0.264 

Oven Volatiles, % (Equil.) 

13.5 

13.4 

13.7 

13.5 


^Results from Test #240, dated 8/3/92, where a change was noted. 
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CANARY ISLANDS TEST #241 

Lower tobacco weight and rod density were observed for the current Marlboro 
Lights Long Size (Spain) cigarettes. 

Filter ventilation was added to the current Chesterfield Long Size (Spain) 
cigarettes, 

MANUFACTURER _ PHILIP MORRIS _ 


Marlboro Lights Chesterfield 

Long Size Long Size 

20's rsox) Spain 2Q’s (BQx)_S.nain 



Current 

E96938 

Previous 

Current 

E97039 

Previous 

SrPQkg 

Butt Length, mm 

30.0 

30.0 

27.0 

27.0 

FTC Tar, mg/cigt. 

10.1 

10.3 

13.8 

14.3 

Nicotine, mg/cigt. 

0.75 

0.81 

0.97 

1.01 

Puffs/Cigt. 

8.1 

8.8 

8.0 

8.0 

Cigarette 

Total RTD, mm of H 2 O 

135 

129 

113 

114 

Length, mm 

79.1 

79.3 

79.4 

79.5 

Circumference,mm 

24.9 

24.7 1 

25.0 

24.9 

Paper 

Permeability, ml/cm^ x min. 

47 

46 

43 

55 

Filter 

RTD, mm of H 2 O 

107 

104 

72 

72 

Length, mm 

20.0 

20,0 

20,0 

19.9 

Tipping Paper Length.mm 

27.0 

27.0 

24,0 

24.0 

Tipping Paper Color 

Cork 

Cork 

Cork 

Cork 

Ventilation, % 

20 

22 

6 

None 

Eillei; 

Total Alkaloids, % (DWB) 

1.84 

1.80 

1.89 

1.80 

Total Red. Sugars, % (DWB) 

7.5 

7.2 

8.2 

7.5 

Wt. ofTob.,g(12.5%OV) 

0.717 

0.745 

0.725 

0.720 

Rod Length, mm 

59.2 

59.3 

59.3 

59.6 

Rod Density, g/cc 

0.245 

O.259I 

0.245 

0.244 

Oven Volatiles, % (Equil.) 

13.7 

13.4 

13.2 

13.3 


^Results from Test #239, dated 5/29/92, where a change was noted. 
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CANARY ISLANDS TEST #241 

The lower tar delivery and lower total RTD observed for the current Marlboro 
Long Size (Canary Islands) cigarettes correlated with lower tobacco weight and rod 
density and the addition of filter ventilation. 

Lower smoke deliveries were observed for the current Marlboro Long Size 
(Spain) cigarettes correlating with a more permeable cigarette paper and the addition of 
filter ventilation. 

MANUFACTURER _ PHILIP MORRIS _ 

Marlboro Long Size Marlboro Long Size 

20's (Box') Canary Islands 20's (Box') Spain 

Current Previous Current Previous 

E96873 E96980/938 


Smoke 


Butt Length, mm 

27.0 

27.0 

26.0 

27.0 

27.0 

26.0 

FTC Tar, mg/cigt. 

13.8 

15.5 

15.6 

14.7 

16.4 

15.6 

Nicotine, mg/cigt. 

0.97 

1.09 

1.14 

1,02 

1.18 

1.14 

Puffs/Cigt. 

8.1 

8.6 

8.6 

8.4 

8.8 

8.6 

Clqarette 

Total RTD, mm of H 2 O 

107 

120 

105 

114 

120 

105 

Length, mm 

79.1 

79.3 

79.4 

79.3 

79.2 

79.4 

Circumference,mm 

25.1 

24.9 

25.0 

24.9 

24.9 

25.0 

Paoer 

Permeability, ml/cm^ x min. 

47 

40 

41 

57 

39 

41 

Filter 

RTD, mm of H 2 O 

74 

71 

66 

73 

72 

66 

Length, mm 

20.2 

20,0 

18.9 

20.0 

19.9 

18.9 

Tipping Paper Length,mm 

24.0 

24.0 

23.0 

24.0 

24.0 

23.0 

Tipping Paper Color 

Cork 

Cork 

Cork 

Cork 

Cork 

Cork 

Ventilation, % 

6 

None 

14 

5 

None 

14 

Filler 

Total Alkaloids, % (DWB) 

1.92 

1.83 

1.89 

1.86 

1.83 

1.89 

Total Red. Sugars, % (DWB) 

7,8 

7.3 

6.3 

7.4 

7.3 

6.3 

Wt. ofTob.,g(12.5%OV) 

0.720 

0.751 

0.707 

0.737 

0.744 

0.707 

Rod Length, mm 

58.9 

59.3 

60.5 

59.3 

59.3 

60,5 

Rod Density, g/cc 

0.244 

0.257 

0.236 

0.253 

0.255 

0.236 

Oven Volatiles, % (Equil.) 

13.6 

13.5 

13.5 

13.6 

13.6 

13.5 


^Data from C.I. No. 11/92. 
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CANARY ISLANDS TEST #241 

The current Swing Long Size (Canai 7 Islands) cigarettes were not different from 
the previous average in any of the characteristics tested. 

Filter ventilation was added to the current Marlboro King Size (Spain) cigarettes. 


MANUFACTURER 


PHILIP MORRIS 



Swing Long Size 
20's (Box) 
Canary Islands_ 

Marlboro King Size 
_20's (S?) Spain_ 


Current 

E96984 

Previous 

Current 

E96938 

Previous U.S.^ 

SrrtQj^ 

Butt Length, mm 

27.0 

27.0 

28.0 

28.0 

28.0 

FTC Tar, mg/cigt. 

15.5 

16.1 

16.0 

16.4 

15.0 

Nicotine, mg/cigt. 

1.06 

1.09 

1.09 

1.14 

1.13 

Puffs/Cigt. 

Total RTD, mm of H 2 O 

8.4 

8.1 

8.7 

9.4 

8.9 

120 

113 

120 

128 

108 

Length, mm 

79.2 

79.3 

83,9 

84.1 

84.1 

Circumference,mm 

24.9 

25.0 

24.9 

24.9 

24.9 

Paper 

Permeability, ml/cm^ x min. 

42 

34 

48 

46 

44 

Filter 

RTD, mm of H 2 O 

61 

60 

72 

75 

71 

Length, mm 

19.9 

19.9 

21.0 

21.0 

20.8 

Tipping Paper Length,mm 

24.0 

24,0 

25.0 

25.0 

25,0 

Tipping Paper Color 

Cork 

Cork 

Cork 

Cork 

Cork 

Ventilation, % 

None 

None 

5 

None 

15 

Filler 

Total Alkaloids, % (DWB) 

1.94 

1.87 

1.81 

1.78 

1.90 

Total Red. Sugars, % (DWB) 

8.0 

8.1 

7.4 

7.2 

6.5 

Wt. of Tob.,g(12.5% OV) 

0.735 

0,746 

0.789 

0.794 

0.745 

Rod Length, mm 

59.3 

59.4 

62,9 

63.1 

63.3 

Rod Density, g/cc 

0.252 

0.253 

0.255 

0.254 

0.238 

Oven Volatiles, % (Equil.) 

13.4 

13.4 

13.6 

13,4 

13.6 

iData from C.I. No. 11/92. 
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CANARY ISLANDS TEST #241 

Filter ventilation was added to the current Marlboro King Size (Canary Islands) 
cigarettes. 

Filter ventilation was added to the current Fortuna King Size (Canary Islands) 
cigarettes. The higher puff count returned to the level reported prior to Test #240. 


MANUFACTURER 


PHILIP MORRIS 


Fortuna King Size 

Marlboro King Size 20's (SP) 

20's fSP) Canary Islands Canary Islands... 


Smoke 

.Current 

E96983 

Preyiptis 


Current 

Previous 

Butt Length, mm 

28.0 

28.0 

28.0 

28.0 

28.0 

FTC Tar, mg/cigt, 

16.0 

16.0 

15.0 

16.0 

15.22 

Nicotine, mg/cigt. 

1.17 

1.18 

1.13 

1.20 

1.092 

Puffs/Cigt. 

8.7 

9.3 

8.9 

9.3 

8.12 

Ciaarette 

Total RTD, mm of H 2 O 

122 

128 

108 

117 

108^ 

Length, mm 

84.2 

84.2 

84.1 

84.3 

84.2 

Circumference,mm 

24.9 

24.9 

24.9 

24.7 

24.9 

Paper 

Permeability, ml/cm^ x min. 

50 

48 

44 

49 

57^ 

Filter 

RTD, mm of H 2 O 

81 

76 

71 

68 

62 

Length, mm 

21.2 

21.0 

20.8 

21.1 

20.9 

Tipping Paper Length,mm 

25.0 

25.0 

25.0 

25.0 

25.0 

Tipping Paper Color 

Cork 

Cork 

Cork 

Cork 

Cork 

Ventilation, % 

7 

None 

15 

7 

None 

Eiilsf 

Total Alkaloids, % (DWB) 

1.96 

1.90 

1.90 

1.98 

1.93 

Total Red. Sugars, % (DWB) 

7.4 

7.6 

6.5 

7.6 

7.5 

Wt. ofTob..g(12.5%OV) 

0.793 

0.791 

0.745 

0.786 

0.793 

Rod Length, mm 

63.0 

63.2 

63.3 

63.3 

63.3 

Rod Density, g/cc 

0.255 

0.254 

0.238 

0.256 

0.253 

Oven Volatiles, % (Equil.) 

13.6 

13.5 

13.6 

13.5 

13.4 


^Data from C.I. No. 11/92. 

^Results from Test #240, dated 8/3/92, where a change was noted. 
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